From owner-qrp-l@Lehigh.EDU Mon Oct 14 23:11:38 1996 

From: "Seabury Lyon, AAIMY" <SSLYON@postoffice.worldnet.att.net> 
Subject: [1886] Re: Antenna advice needed 

Message-ID: <19961015032305 . AAA21060@LOCALNAME> 


AAIMY SUGGESTS.....: 

* Forget the vertical, -except as a last resort. You don't have a good site. 

* Ist choice: If at all possible, use a perimeter loop as big as you can. 

* 2nd choice: A good dipole or "sloper vee", done right. (Ref. handbooks.) 

*x Stay as far away from the aluminum house as possible in all cases; they're 
not only shields and absorbers, they also can be very noisey in RF. 
Remember, QSO's are more often limited by noise than power. (esp. QRP) 

If you're interested in seeking help for optimum choice for your site, 

provide more detail. (site descript., limitations such as paranoia, vertigo, 

PSs) 

Seabury "Seab" Lyon AAIMY 

44 Codfish Hill Road 

Bethel, CT, 06801, USA 


From owner-qrp-l@Lehigh.EDU Mon Oct 14 23:11:38 1996 
From: rhight@primenet.com (Roger Hightower) 

Subject: [1885] Re: Need a source 

Message-ID: <199610150321.UAAQ0910@primenet. com> 


At 10:52 PM 10/14/96 -0400, ERSchley@aol.com wrote: 
>Hey fellas and gals; 


> Anybody out there in QRP-Land have a source for pure silver wire? How 
>about pure gold wire (in VERY small quantities, obviously)? 

> Thanks, Emory N4NCU 

> 

> 

Check out your local Jewelry Supply house....not sure where you are located, 


but they are quite common here in the Southwest. 
72/73 de Roger AA7QY 
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